integrated circuits 


91-121 


OEM PRICE LIST 
COMMERCIAL DTL (0°C to +75°C) 


net unit price 


quantity 


type number and description 50-499 1-49 


WC 204G_ Single NAND Gate, Four Input with Node................... $ 5.00 $ 6.80 
WC 204T Single NAND Gate, Four Input with Node...... ue nese a 6.20 8.50 
WC 214G Single NAND Gate, Six Input with Node................005. 5.00 6.80 
WC 214T Single NAND Gate, Six Input with Node.................25, 6.20 8.50 
* WC 224G_ Single NAND Gate, Eight Input with Nodes.................. 5.00 6.80 
WC 224T Single NAND Gate, Eight Input with Nodes Siew SKARS eetatle WIG 6.20 8.50 
WC 201G Dual NAND Gate, Three Input................. 5.70 7.80 
WC 201T Dual NAND Gate, Three Input........ 2 ate Seek 7.10 9.70 
WC 211G Dual NAND Gate, Four Input........ Bf a Behr ; - 6.00 8.20 
WC 211T Dual NAND Gate, Four Input................0.. 00000005. 7.50 10.50 
WC 221G Dual NAND Gate, Three Input with Node........... dia ave 6.00 8.20 
WC 221T Dual NAND Gate, Three Input with Node........... 7.50 10.50 
* WC 231G Dual NAND Gate, Four Input with Node..,........ eels 6.00 8.20 
WC 241G Dual NAND Gate, WC 211G with Collector Resistors. ..., 6.00 8.20 
* WC 261G Dual NAND Gate, WC 231G with Collector Resistors . 6.00 8.20 
WC 206G _ Triple NAND Gate, 2 Three Inputs, 1 Two Input with Node...... 7.10 9.70 
* WC 216G_ Triple NAND Gate, 3 Three Inputs...............00...... ; 7.10 9.70 
WC 226G_ Triple NAND Gate, WC 206 with Collector Resistors........... 7.10 9.70 
* WC 236G Triple NAND Gate, WC 216 with Collector Resistors........, . 7.10 9.70 
* WC 246G Quad NAND Gate, 4 Two Input.................-.. .. 7.80 10.50 
* WC 266G Quad NAND Gate, WC 246 with Collector Resistors. . tere 7.80 10.50 
* WC 286G Hex NAND Gate, 6 One Input................04.. 5 Sue sisters 9.55 13.10 
* WC 296G Hex NAND Gate, WC 286 with Collector Resistors........... 9.55 13.10 
WC 202G_ RS Flip-Flop, Three Input. ... . oop Re See BARS New. Sener RG 6.60 9.00 
WC 202T_ RS Flip-Flop, Three Input................ peraavee 3 7.80 10.50 
* WC 212G_ RS Flip-Flop, Three Input with Node................. ee ania 6.90 9.40 
WC 212T RS Flip-Flop, Three Input with Node.................. . 8.60 11.70 
* WC 213G Pulse Binary Counter DIE enero siooee aG a2tiiaiar bce “ienaoa ones 7.60 10.40 
WC 213T Pulse Binary Counter... 0... . 9.50 12.70 
* WC 215G JK Flip-Flop ........ Sane evens ware Siaeae MURALS BHASS. Eerd (ave=ets 7.60 10.40 
WC 215T JK Flip-Flop sas csseieacs ae eines cane ees Sse HOE en 9.50 12.70 
WC 217G_ Diode Expander, Seven Input. . SAGads Satie dora Stall: Sas oeEre 3.70 5.10 
WC 217T Diode Expander, Seven Input. ... . SMRSE NERS Bees sree 4.60 6.40 
* WC 227G_ Diode Expander, Ten Input .............-....... aS sie ahads 4.10 5.60 
* WC 210G_ Line Driver, 2 Three Input ......... rhanhet wee taba i ere 7.20 9.80 
WC 210T Line Driver, 2 Three Input. AD Keiekezs SHUI aT Seat Ge Scoxecy 9.50 12.70 
* WC 208G_ Level Detector — Schmitt Trigger .... 2... ....00-.0.4.. a wea 9.50 12.70 
WC 208T Level Detector — Schmitt Trigger ................. ore 12.50 17.10 
June 1, 1965 Prices effective June 1, 1965, subject to change without notice 
Supersedes Issue of February 21, 1965 For Standard terms and conditions of 


sale, refer to Selling Policy 91-000 
* Latest, most advanced design: suggested 
for all new applications. 
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